GENERAL OGLETHORPE HOTEL 

SAVANNAH, GA. 

J. B. Pound, Pres. - Chas. G. Day, Vice-Pres. 
J. B. Temple, Manager 


OTHER J. B. POUND HOTELS 

HOTEL DE SOTO Savannah 

DE SOTO BEACH HOTEL Savannah Beach 

HOTEL SEMINOLE Jacksonville 

HOTEL PATTEN Chattanooga 


GENUINE CURTEICH-CHICAGO '*C.T. ART-COLORTON E” POST CARD ( R EG . U . S. PAT. 0 FF. ) 


PLACE 
ONE CENT 
STAMP 
HERE 

2B-H940 






General Oglethorpe Hotel, Wilmington Island, Savannah, Georgia 









